@) LOS ANGELES 


Raavigaters 


Bureau of Engineering 
Department of Public Works 


af | NavigateLA 


LS a ouivey Wiorilauor 
# Sewer Information 


4— Sewer Structures 


ia 4=— Sewer Fees 
= Sewer Flow Direction 
4— Sewer Laterals 
=> Sewer Casings 
= Sewer Outfall Pipes by Size 
=> Sewers Pipes (Primary) 
= Sewer Pipes 
=> Sewer Pipes by Size 
= Sewer Easements 
4=— Secondary Sewer Planning Basins 
O P— Stormwater Information 
O # Street Information 
O # Special Areas 
() & Maps and Indices 
O © Landbase 
O # Boundaries 
Base Maps 
() |) Sewer Wye Maps 


C) i) Substructure Maps 


O Pa Highest Groundwater 
~~ Contours and Boreholes 


C) |) Aerial Photos 2011 
C) |) Aerial Photos 2014 
C) |) Aerial Photos 2017 


C) |b) Aerial Photos 2020 
{| Esri Community 


Google maps 7 < PicTomeTRy 


As Per: USACE File 
No. 2255A Rev C 


This Section: USACE Ser. No. 2657.1 
DL-1561 1937-01-18 


Balbna 


Wetar 


36” Venice Outfall 
Sewer (1928) 


[314 | City Services City Directory 


Sewer Pipes Report 
Pipe ID 
Basin 


Upstream Invert 
Per Plan Survey 
Control 


Downstream Invert 
Per Plan Survey 
Control 


Length 
Slope 
Size 
Width 
Material 
Shape 
Street 
Block 
Liner 


Upstream 
Stationing 


Downstream 
Stationing 


Month / Year 
Installed 


Number of Laterals 


avity or Force 


Comments 
Number of Wyes 


Plan Number 


Profile Number 


Pipe Status 


5601301556013010A 


Z15 


-3.00 * 


CABORA DR R/W 


15 + 27.15 


0+-9.14 


04 / 1928 


0 


FM 


D-1589 


Supp Plan Number 1928-04-07 


D-1589 


Abandoned 


ABANDONED PER D=13639 


1958-11-18 


